Intercollegiate Broadeasting 
System, Ine. 


Bethlehem, Pennsylvania 


October 23, 1965 


Mr. Theodore Parks 

Chief Engineer 

Radio Station WSUA 

State University of New York 
Albany, New York 


Dear Ted: 
I have forwarded your new studio plans to George 
Eustis, our Engineering Manager. He will contact you his 


Suggestions and comments. 


Looking over your plans, I feel that they are well 
designed. Best of luck in your new studio construction. 


Za y; 


Bob Jakielski 
Director of Member Services 


